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RG104 E-1 Box 185 


Joseph B. Ware, Lumber 
Room 11 Widdieomb Building 
Grand Rapids, Mieh. 

May 22, 1894 

Direetor of U.S. Mint 
Philadelphia, Pa. 

Dear Sir; 

The dimes reeently plaeed in eireulation here eause eonsiderable annoyanee owing to 
their razor-like edges. Street car conductors and other refuse to accept them fearing they are not 
genuine. The sharp edge makes it hard to pick them up from a smooth surface. 

With the past record of our Mints it is surely unnecessary to turn out poor work and why 
the coin should be changed to the present annoying form, 1 cannot understand. 1 presume nothing 
can be done, but of it is as easy to coin the old way and it doesn’t offend some official or head 
clerk to make the change, 1 feel confident such a change would please many of the people. 

Most truly, 

J. B. Ware 



